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C114 - College Entrance Examination 
Board Additional Location 


Chuck Spaulding (#2355) 


The corner card on the illustrated envelope 
establishes the use of perfin pattern C114 from a 
New York, NY office of the College Entrance 
Examination Board. The main listing in The 
Catalog of United States Perfins is for the well 
known Princeton, NJ main office. 
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